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CHAIR ASSEMBLY GUIDE 


PACKAGE CONTENTS DIAGRAM 
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x M8 bolts 

. 16x 8mm spring washers 
. 16x M8 washer 

. 2xM6 bolts 











INSTALLATION GUIDE 
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CHAIR ADJUSTMENT 
INSTRUCTIONS 


CHAIR ADJUSTMENT 
INSTRUCTIONS 


OPERATION GUIDE 
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SAFETY INFORMATION 
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The maximum user weight of the PRO and ELITE Series is up to 120kg, 
SPORT and XL Series is up to 150kg. The chair should only be used as shown and in a 


non-abusive manner. GT Omega is not liable for any damages resulting from improper 
assembly and usage. 





